NYSE AMERICAN INITIAL LISTING STANDARDS 


Required to meet one of the following: 


Standard 1 Standard 2 Standard 3 Standard 4a Standard 4b 


Pre-tax $750,000 
income” 


Market cap $50MM $75MM 


Total assets $75MM 
and total 
revenue") 


Market value $3MM $15MM $15MM $20MM $20MM 
of public 
float 


Stockholders’ $4MM $4MM $4MM 
equity 
Operating 2 years 
history 
And one of the following: 


Public shareholders? 800 400 400 
Public float? 500,000 1,000,000 500,000 


Daily trading volume 2,000 shares 
(6 months prior) 
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